AMENDMENT NO. 4 JUNE 2019 
TO 
IS 14151 (PART 1) : 1999 IRRIGATION EQUIPMENT — 
SPRINKLER PIPES — SPECIFICATION 


PART 1 POLYETHYLENE PIPES 
(First Revision) 
(Page 6, clause 8) — Substitute the following for the existing clause: 
‘8 SUPPLY OF PIPES 


The nominal length of quick coupling pipe shall be declared by the 
manufacturer. It is measured after coupling of two identical pipes as the distance 
between two similar points on both pipes. It shall be either 3 m or 6 m +0.01 m 
for suitable sprinkler systems or as coils with a minimum inner diameter of 25 
times the outer diameter of pipe. The pipes may also be supplied in other lengths 
where so agreed to between the manufacturer or the purchaser. The ends shall be 
cut at right angle to pipe axes.’ 
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